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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 104093 
ORIGIN COME-00 

INFO OCT-01 EUR-12 ISO-00 EB-07 /020 R 

DRAFTED BY COM/BIC/OED/MEPD/JPHILBRICK/DMW 
APPROVED BY EB/OCA/CM/SPHARRIS 
COM/BIC/OED/MEPD/LENGLESON 
COM/BIC/OED/MEPD/SMCONGER, DIR. 

COM/BIC/OIM/JPRIAMOU (INFO) 

STATE/EUR/SE/JHMORTON (PHONE) 

071734Z 075736/41 

R 0623 18Z MAY 77 
FM SECSTATE WASHDC 
TO AMEMBASSY ATHENS 

UNCLAS STATE 104093 

E.O. 11652: N/A 
TAGS: BENC, GR 

SUBJECT: MAJOR PROJECT: LIGNITE BURNING POWER PLANTS 

REP: ATHENS A-207 

MAJOR PROJECTS DIVISION USDOC WAS CONTACTED BY BLACK AND 
VEATCH, CONSULTING ENGINEERS, REGARDING THE MEGALOPOLIS 
IV, KARDIA V, VI, VII AND VIII PLANTS. BLACK AND VEATCH 
DOES NOT SUPPLY EQUIPMENT BUT WOULD BE INTERESTED IN 
PERFORMING ENGINEERING SERVICES IF ANY ENGINEERING 
REMAINS TO BE DONE ON THESE PROJECTS. REQUEST EMBASSY 
CLARIFY WHETHER TENDER DATES PROVIDED IN ENCLOSURE 
TO REFAIR ARE POR ELECTROMECHANICAL EQUIPMENT ONLY OR 
FOR MORE INITIAL STAGES WHICH WOULD INCLUDE DESIGN 
AND DETAILED ENGINEERING. YOUR ASSISTANCE MOST 
APPRECIATED. CHRISTOPHER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 06-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 04093 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/MEPD/JPHILBRICK/DMW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770161-0552 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770583/aaaacuco.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2faa0799-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 ATHENS A-207 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 28-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2611832 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: LIGNITE BURNING POWER PLANTS 
TAGS: BENC, GR 
To: ATHENS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2faa0799-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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